H. A. Williams Mfg. Co., 22 Milk St., B mass N 


Sole Manufacturers of the 

“ WILLIAMS,” “DRAPER” and “SIPHON.” 

Oilers and Steel and Brass Lamps. 



These Oil Cans are very durable, and are adapted for use in Mills, Machine Shops, and 
on Railways where great wearing qualities are required. Catalogue and Price-list furnished 
free on application 
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